January 13, 1927 HARDWARE AGE 5 


Zee PEERLESS LEY, 
TOOL CO. 


PEERLESS 


PAT. DEC.3, 1918 
AUG. 22,1922 


STERLING, ILL: 


No. 50 


Endorsed 
by the Best Mechanics 


PEERLESS Levels are endorsed by Masons 


and Brick Layers because of these features: 


VIALS—Set solid and protected by heavy 
crystals. 


SOCKETS—Level vials are set in Patented 
Metal Sockets. 


GLASSES — Large oblong sights, painted 
White afford clear vision and easy reading in 
dark places and unhandy positions. 


Peerless Carpenters Levels in Wood and 


Aluminum are equally popular. All: are 
ACCURATE. 


Send for prices and Catalog 
which describes the complete line. 


The Peerless Level @ Tool Co. 
Sterling, Illinois 


WIEBUSCH @ HILGER, Ltd. 
EXCLUSIVE SALES REPRESENTATIVES 
106 to 110 Lafayette Street 
NEW YORK CITY 


No. 333 


